Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

Message Text 
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ACTION EA- 12 

INFO OCT-OI ISO-00 EB-08 /021 W 

031789 I2I424Z/53 

R 12093 IZJUN 78 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6149 
AMEMBASSY MANILA 
AMEMBASSY SINGAPORE 
AMCONSUL HONG KONG 

UNCLAS BANGKOK 16815 

E.O. 11652: N/A 
TAGS: BEXP, TH 

SUBJ: FOREIGN GOVERNMENT TENDER 


1. 549/0I/T0086 

2. 06/09/78 

3. M. WARD 

4. 549 THAILAND 

5. N 

6A. SUBMIT BID TO- 
6B. - 

6C. THE ROYAL IRRIGATION DEPARTMENT, SAMSEN ROAD, BANGKOK THAILAND. 
7. NO. PI-3-21 
8.07/21/78 AT 10:00 A.M. 

9.201 

10. 3531900-NINE UNITS, BACKFILL TAMPER, PNUEMATIC OPERATED 
POSTON TYPE, NET WEIGHT WITH BUTT APPROX. 50 POUNDS, OVERALL 
LENGTH 50 INCHES, SIZE OF AIR HOSE 2/4 INCH., INCLUDING 
ACCESSORIES AND TOOLS. 

-THREE UNITS, CONCRETE PAYING BREAKER, BLOWER STYLE 
BREAKING, WEIGHT NOT LESS THAN 50 POUNDS, LENGTH APPROX. 22"-25", 

AIR INLET SHALL BE SWIVEL TYPE. 

-TWO UNITS, CONCRETE BUCKET, CONE-SHAPED WITH 4-LEG 
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STAND AND STEEL RING AT THE BOTTOM, CAPACITY ONE CUBIC YARD. 

3548200-ONE UNIT, DOUBLE ACTING PNEUMATIC PILE HAMMER, 

FOR THE DRIVING OF SHEET PILE, MAX. NUMBER OF BLOW/MIN. NOT LESS 
THAN 200, MAX. KINETIC ENERGY NOT LESS THAN 600 KGM, SIZE OE HOSE 
2 INCHES, AIR CONSUMPTION AT 90 LBS/INCH2. NOT EXCEED 600 CEM. 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


3531600-FOUR UNITS, CONCRETE VIBRATORS, PNEUMATIC PILE HAMMER, 

FOR THE DRIVING OF SHEET PILE, MAX. NUMBER OF BLOW/MIN. NOT LESS 
THAN 200, MAX. KINETIC ENERGY NOT LESS THAN 600 KGM., SIZE OF HOSE 
2 INCHES, AIR CONSUMPTION AT 90 LBS/INCH2. NOT EXCEED 600 CEM. 

353I600-FOUR UNITS, CONCRETE VIBRATORS, PNEUMATIC OPERATED, 

MOUNTED ON DOUBLE BALL AND ROLLER BEARINGS CARRIED IN TUBE, 
VIBRATOR TUBE AND NOSE SHALL BE MADE OF MANGANESE STEEL, DIAMETER 
OF VIBRATOR 2", LENGTH 20", FREQUENCY NOT LESS THAN 8,000 VPM., 
CAPACITY OF MASS CONCRETE 30-40 CU.YD/HR., AIR CONSUMPTION AT 
90 PSI. 40 CFM. 

-TWO UNITS, CONCRETE VIBRATORS, PNEUMATIC OPERATED, 

DIAMETER OE VIBRATOR TUBE NOT LESS THAN 3", LENGTH 24", AIR CON- 
SUMPTION AT 90 PSI NOT EXCEED 55 CFM. 

3535100-ONE UNIT, BELT CONVEYOR, LENGHT 450 MM X 10 M., 

PORTABLE, MOBILE CHASIS WITH PNEUMATIC TYRE ATTACHMENT, CAPACITY 
100 METRIC TONS PER HOUR FOR ABOUT 800 KG/M3 MATERIAL, INCLUDING 
5 HP INDUCTION MOTOR, 1,500 RPM., 380 VOLTS, 3 PHASE, 50 HZ. 

3548200-ONE UNIT, JACK HAMMER, PNEUMATIC TYPE, WEIGHT 50 POUNDS, 
LENGTH 22’'-25'', AIR HOSE SIZE 3/4". 

3561400-ONE UNIT, ENGINE DIRVEN AIR COMPRESSOR, 600 CFM, 

PRESSURE 100 PSI., ENGINE: DIESEL, WATER COOLED, MULTI-CYLINDER 
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IN-LINE TYPE. 

-THREE UNITS, ENGINE DRIVEN AIR COMPRESSOR, PORTABLE 
ROTARY TYPE, 365 CFM, PRESSURE 100 PSI., MULTI-CYLINDER IN-LINE, 

FOUR STOKE DIESEL ENGINE, WATER-COOLED. 

3531600-ONE UNIT, GROUTING MACHINE, COMPLETE SET, CONSIST OF 
A HIGH SPEED MIXER (MIXING CAPACITY 300 X 2 LITERS), AN AGIGATOR 
(TANK CAPACITY 600 LITERS) AND A DOUBLE PISTON PUMP (CYLINDER 
BORE 60 MM.), ELECTRIC MOTR 5 KW, 220 V,A PHASE. 

11. PROJECT FINANCED BY THE WORLD BANK. TENDER DOCUMENTS ARE 
FOR SALE AT US$5 PER SET FROM ADDRESS MENTIONED IN 6C ABOVE. 

ONE COPY WILL BE AIR POUCHED TO COMMERCE ON 06/15/78. 

WHITEHOUSE 
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